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Blast' Furnace.

toward the checkers. The central combustion chamber, as the
name implies, is situated concentrically in the centre of the stove.
The checkers are located all around it.
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The Roberts Hot Blast Stove.'

CHECKER BRICK

Stoves may also be classified according to the number of times
the products of combustion pass through them. A two-pass
stove contains a combustion chamber and one-pass of checkers, a